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KB 400 $ 89.05 


• Exact Atari™ keyboard layout. 

• Long life, gold contact, full stroke key switches. 

• Aluminum enclosure insures stability of keys. 

• Easy installation — remove 4 screws and plug in. 

• Full Year Warranty — Made in U.S.A. — Low Price. 
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(309) 343-41 14 




KB 400 


The KB 400 has been designed to be a reliable and easy to install replacement for the 
Atari 400’s membrane keyboard. The key layout is exactly the same as the original 
keyboard. Other important features are pointed out below. 



Support Housing 

Aluminum enclosure insures stability 
of keys. 


Keyswitch 

The keyswitches used in KB 400 
are rugged, long life, high reliability 
switches. The gold-plated contacts 
have a wiping action that keeps the 
contacts clean. They have a contact 
life in excess of 10 million operations. 


Function Switches 

Function keyswitches have a tactile 
feedback for consistent operation. 
Low profile (3/8” high) switches help 
avoid accidental resets. 


Cable 

Flexible ribbon cable for easy installation 


KB 400 is a trademark of Atto-Soft I Atari is a trademark of Atari, Inc. 


